PHILIP MORRIS MANAGEMENT CORP. INTEROFFICE CORRESPONDENCE 

“ 120 PARK AVENUE, NEW YORK, N.Y. 10017 


TO: 

FROM: 


SUBJECT: 


Steven C. Parrish 
Erie A. Taussig 

OSHA Regulations 


DATI . January 29, 1991 



Per your request, enclosed is a copy of §1910.1450 relating 
to occupational exposure to hazardous chemicals in 
laboratories (Chemical Hygiene Plan) which includes a 
requirement for minimum ventilation. This standard was 
promulgated on May 1, 1990. 


EAT/p j k 
Enclosure 



Source: https://www.industrydocuments.ucsf.edu/docs/skhjOOOO 
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